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ft quuKititar <tf 03 eftelt 


jui/A-ftit: aBcenofts nan zarnsLcsMOi ft total flaced price coat 
of $11>966«0&« All. antenaaa axa preaesxtl;^ loca te d at tlie IHl) 
Iftboxfttoxar idxsre tSaeiy are telss calilxrated aat teiiig prepared 
for tranaadttftl to eftr^bouae atoc^ prior to ifluenie to the field. 


2, tbe Xaboratoxy pera<MttieX doing tlie eaUtration aozt: 
inctieated tAat tbe voxtanudiip eadiiblted in tlie ccMoatzuctlon/ 
fftbxieatloa ot the aiit«EB»s is c(t poor guvUL^* IZlieee coeawntB 
Oft tlie poor ftortwanaWp are Hated in AttaeSaMaxt A «atitled 
**OaBiaenta on OaoatxuetiQn of AB/Mi 0 ABtenBaa.” In order to 
erpadite placing these antemias Is the muntiboiiae etock a decision 
ms oade to resort the antmaas at the Ishoratoxar* 


3. SlDce the contrectcHr' hm coopHed slth the contractiua 
cibllgKtion regarding delirerf of 23 antefamr, a. req^oest is herehy’ 
aade to t eiertn a te tMs taak* Bcmerer^ it is suggested thet the 
contracting officer fontally advise the contractor of the poor 
perforaance of hla technical personnel under this taak* 
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CoBBiaKtB on Cksiuitructlon of AIl/A-42 Anteanas 


a) threads for sBldag the oast oonneetiohs have not heen 
dehurred properly • • • if at all* 

b) Looking pins deai^aed to hold a looking hushing securely 
to threaded sections of the antenna assniBhly ere seated m the 
holes very loosely* Bii fact eben one of the anbennas van 
errected prior to calihrationf ’ttie antenna collapsed* 

c) l!he fiber glass loading coil aasemhly, as far as can be 
determined^ has never been finished properly* A resin idiich was 
applied over the fiber glass section was applied in a most sloppy 
manner* In addition sharp, Jagged edges of the fiber glass pro- 
trude at the ends of the loading coil and are not covered by any 
protective tape as described by CSS drawings* Obvioiisly, the 
sharp protruding fiber glass edges cr^te a hazwd for anyone who 
must assemble these antennas* 

d) Whan the protective resin was applied over the fiber glass, 
it Slopped over various sections of the antenna such as a 
bend switch xsschanim (pivot/shorting bar) thus grounding the 
band switch and also over the top hat cls^ section locking 
mechanism* 

e) The method of applying the resin over the fiber glass loa d i n g 
coil used by the Goverzmmnt was to spin the loading coil on a 
lathe, however, it appears that the ccmtractor ueed a different 
method ^ch effected poor results . 

f) After delivery of (k) AN/A-kSt'a on an expedited basis early 
during the fabrication of these sntennas, the Government engineers, 
on a visit to the contractor's plant, noted that tiie fiber glass 
loading colls were wound very loosely thus making it impossible 

to tuTfconnMB •properl y* As a result, coxrective action 

was taken by\ 
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